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MSC Series 14H Pushbutton Switch Assemblies Per MIL-S-8805B 


CONCAVE BUTTONS 
Fit finger-tip, prevent slipping. 
Red or Black. 



ANTI-ROTATION 
UNIVERSAL MOUNT 
Fits 15/32 hole in 
panels up to 3/16" thick. 
All hardware supplied. 


PLATED 

DOUBLE TURRET TERMINALS 
Will accept two 20 gauge wires. 

-Mn hnrn/Nn nrinr 


FULLY IDENTIFIED 
DIALLYL PHTHALATE 
SWITCH MODULES 


STAINLESS STEEL 


TEFLON IMPREGNATED FIBERGLASS 
SWITCH INSULATORS 


Master Specialties Company Series 14H panel-mount push¬ 
button switches for aircraft, ground support equipment and 
other military applications are produced to conform to all re¬ 
quirements of MH-S-8805B. 
instantaneous “No-Tease” Contact Transfer 
“Snap-Action” operation assures instantaneous contact trans¬ 
fer of all switch units in the assembly, prohibits “tease” oper¬ 
ation and provides a strong tactile indication of switch action. 
The force requirement for switching is sufficient to preclude 
accidental switching. 

Diallyl Phthaiate Switch Housings. 

The subminiature switches used in Series 14H assemblies are 
molded of Diallyl Phthaiate for high temperature operation 
and because of its inherent ability to retain physical and 
electrical properties during prolonged exposure to environ¬ 
mental extremes. 

All Stainless Steel and Plastic Construction. 

Series 14H assemblies are fabricated from stainless steel and 
plastics capable of withstanding most environmental severities. 

Universal, Anti-rotation Mounting. 

Mounting can be accomplished by means of one standard 
15/32" diameter hole in panels up to 3/16" thick. All required 
mounting hardware, including an anti-rotation keying washer, 
is included with each unit. 


SERIES 14H ORDERING INFORMATION 


MILITARY 
PART NUMBER 

MSC PART 
NUMBER 

DESCRIPTION 

M8805/23-001 

14H-102B 

2PDT - Momentary Action Black Button 

M8805/23-002 

14H-102R 

2PDT - Momentary Action Red Button 

M8805/23-003 

14H-104B 

4PDT - Momentary Action Black Button 

M8805/23-004 

14H-104R 

4PDT - Momentary Action Red Button 

M8805/25-001 

14H-302B 

2PDT-Alternate Action Black Button 

M8805/25-002 

14H-302R 

2PDT - Alternate Action Red Button 

M8805/25-003 

14H-304B 

4PDT - Alternate Action Black Button 

M8805/25-004 

14H-304R 

4PDT - Alternate Action Red Button 


MSC Series 16H Toggle Switch Assemblies Per MIL-S-8805B 



STAINLESS STEEL 


ANTI-ROTATION 
UNIVERSAL MOUNT 
Fits 15/32 hole in 
panels up to 3/16" thick. 
All hardware supplied. 


CORROSION RESISTANT 
STAINLESS STEEL LEVER 
Provides sufficient leverage 
for comfortable operation 
of any switch grouping. 


FULLY IDENTIFIED 
DIALLYL PHTHALATE 
SWITCH MODULES 


Series 16H alternate action toggle switch assemblies firmly 
maintain switch contacts in the open or closed position under 
the severe conditions of shock and vibration specified in Mil- 
Std-202. The corrosion resistant stainless steel lever is long 
enough to provide sufficient leverage for comfortable opera¬ 
tion of any switch grouping. 

Simultaneous Contact Transfer 

The switching mechanism design of the Series 16H is so 
precise that it features virtually simultaneous transfer of all 
switch contacts within a 5° segment of the toggle lever 34° 
travel arc. Coupled with a force requirement that precludes 
accidental switching, and positive, full-travel lever action that 
prohibits “tease” operation, this switch is ideally suited for 
any aircraft, aerospace or ground support military equipment 
design. The same quality features of the Series 14H switch 
assemblies detailed above apply to the Series 16H toggle 
switch assemblies. 


SERIES 16H ORDERING INFORMATION 


MILITARY 

PART NUMBER 

MSC PART 
NUMBER 

DESCRIPTION 

M8805/24-001 

16H-302 

2PDT - Alternate Action 

M8805/24-002 

16H-304 

4PDT - Alternate Action 



































DIMENSIONS 

AN93S-A7ISS 
LOCm ASHER 


.072 WIDE / 

X .038 DEEP / U 
KEYWAY/ / 


jy?S 25082 8 NUT 


5SS25081-C4 
KEYING WASHER 


4 amps resistive at 30 VC 
3 cycles at full rated load. 


FLEXIBU 

iNSULATC 


PLASTIC BUTTON 


32NS THREADS 

MQOKAO') 9 fclllV 
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-MS250B1-C4 
KEYING WASHER 


FLEXIBLE 

INSULATORS 


Tolerances: Decimals ±.015 




SERIES 14H MOMENTARY ACTION ASSEMBLIES PER MIL-S-8805/23 


SERIES 14H ALTERNATE ACTION ASSEMBLIES PER MIL-S-8805/25 


SERIES 16H ALTERNATE ACTION ASSEMBLIES PER MIL-S-8805/24 
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MSC REGIONAL OFFICES 


ATLANTA AREA 

ATLANTA, GEORGIA 30305 

443 East Paces Ferry Road, N.E. 
Telephone: (404) 261-8642 

LOS ANGELES AREA 

COSTA MESA, CALIFORNIA 92627 

1650 Monrovia 
Telephone: (714) 642-0114 

SAN FRANCISCO AREA 

SUNNYVALE, CALIFORNIA 94086 

916 California Avenue 
Telephone: (408) 245-9292 

FLORIDA AREA 

WINTER PARK, FLORIDA 32789 

372 W. Fairbanks Avenue 
Telephone: (305) 647-0100 

CHICAGO AREA 

CHICAGO, ILLINOIS 60630 

5320 W. Lawrence 
Telephone: (312) 282-7112 

BOSTON AREA 

WALTHAM, MASSACHUSETTS 02154 

751 Main Street, Room 15 
Telephone: (617) 893-1020 

PHILADELPHIA AREA 

HADDONFIELD, NEW JERSEY 08033 

5 Haddon Avenue, Room 6 
Telephone: (609) 428-0701 


UPSTATE NEW YORK AREA 

SYRACUSE, NEW YORK 13203 

132 Burnet Avenue 
Telephone: (315) 479-9191 

NEW YORK CITY AREA 

VALLEY STREAM, L. I., NEW YORK 11581 

507-535 Rockaway Avenue 
Telephone: (516) 561-2334 

CLEVELAND AREA 

WILLOUGHBY, OHIO 44094 

35104 Euclid Avenue 
Telephone: (216) 946-5552 

ST. LOUIS AREA 

ST. LOUIS, MISSOURI 63141 

453 N. Lindbergh 
Telephone: (314) 991-2877 

DALLAS AREA 

DALLAS, TEXAS 75235 
6434 Maple Avenue, Room 431 
Telephone: (214) 357-9459 

HOUSTON AREA 

HOUSTON, TEXAS 77002 

1811 Crawford Street, Suite 325 
Telephone: (713) 228-2294 

SEATTLE AREA 

SEATTLE, WASHINGTON 98133 

1110 North 175th Street 
Suite 202 

Telephone: (206) 546-5161 


STOCKING DISTRIBUTORS 


Avnet Corporation 

10916 Washington Blvd. 
Culver City, California 90230 
Phone: (213) 870-0111 


Avnet Electronics 

70 State Street 

Westbury, L.I., New York 11590 
Phone: (516) 333-5800 


Magnuson Electronics, Inc. 
5639 W. Fullerton Avenue 
Chicago, Illinois 60639 
Phone: (312) 622-6322 


Sheridan Sales Co. 
P.O. Box 37646 
Cincinnati, Ohio 45237 
Phone: (513) 761-5432 


Norvell Electronics, Inc. 
P.O. Box 20279 
10210 Monroe Drive 
Dallas, Texas 75229 
Phone: (214) 357-6451 


MSC 



MASTER SPECIALTIES COMPANY 

General Offices and Manufacturing Facilities: 

1640 Monrovia, Costa Mesa, California 92627 (Area Code 714) 642-2427 • TELEX 678-433 


1640 Monrovia, Costa Mesa, California 92627 (Area Code 714) 642-2427 • TELEX 678-433 
























